COMMISSION ON PEACE OFFICER STANDARDS AND TRAINING 


Report generated on 9/20/2019 


CONFIDENTIA L 

Compliance Analysis Report 

AGENCY:LOS ANGELES CO SD -19000 

Reserve Peace Officers 

CPT Cycle: 1/1/2015 -12/31/2016 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 8 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 12 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 3 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 16 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 2 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 8 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 15 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


































• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 20 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 6 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 14 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 22 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 6 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 8 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 12 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 20 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 2 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 20 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 16 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 5 of 24 hours). 









































• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 10 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 6 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 8 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 18 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 12 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 10 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 16 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 5 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 4 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 4 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 12 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 1 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 2 of 24 hours). 












































• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 7 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 12 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 12 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 20 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 14 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 24 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 8 of 24 hours). 

• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 8 of 24 hours). 


• Continuing Professional Training was not completed for cycle ending 12/31/2016 (Missed: 6 of 24 hours). 


Last Compliance Inspection: 9/25/2018 
Agency Entry Date: 12/16/1970 


























